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[57] ABSTRACT 


An improved rotating disk data storage device is 
achieved in a combination of an optical encoder to 
detect data track crossings, a servo sector surface on 
one of a plurality of rotating data storage disks with the 
surface being filled with a pattern of alternating bursts 
which are read for relative amplitude and compared to 
provide track centerline information. A programmed 
microprocessor and a rotary actuator for the data trans- 
ducers combine with the other elements to move the 
transducers from track to track and keep them on track 
during data read and write operations. 


29 Claims, 8 Drawing Figures 
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ROTATING RIGID DISK DATA STORAGE DEVICE 


BACKGROUND OF THE INVENTION 


The present application is a continuation-in-part of 
U.S. patent application Ser. No. 06/424,914, filed Sept. 
27, 1982, now abandoned. 

This invention relates to rotating rigid disk data stor- 
age devices of the flying head or Winchester type. More 
particularly, the present invention relates to vastly im- 
proved non-removable media, high storage capacity 
rotating rigid disk data storage apparatus and methods. 

The inventors’ assignee has pioneered the develop- 
ment of low cost, high performance rotating rigid disk 
data storage devices in the non-removable eight inch 
media field. Such devices are the subject of two co- 
pending U.S. patent applications: Ser. No. 190,198 filed 
Sept. 24, 1980 entitled DATA TRANSDUCER POSI- 
TION CONTROL SYSTEM FOR ROTATING 
DISK DATA STORAGE EQUIPMENT, now USS. 
Pat. No. 4,396,959; and Ser. No. 304,209 filed Sept. 21, 
1981, entitled DATA TRANSDUCER POSITION 
CONTROL SYSTEM FOR ROTATING DISK 
DATA STORAGE EQUIPMENT, now USS. Pat. No. 
4,419,701. Both of these patent applications related to 
the common assignee’s Q2000 Series TM of eight inch, 
non-removeable media disk drives providing up to 40 
megabytes of on-line data storage (unformatted) with 
four storage disks. 

The Q2000 disk drive products have been very suc- 
cessful in the marketplace. Those drives have achieved 
a maximum storage capacity of approximately forty 
megabytes with average track access times of approxi- 
mately 75 milliseconds. This achievement came about 
through the use of an optical servo loop in conjunction 
with a single servo sector on a disk surface. A pro- 
grammed digital microprocessor received track cross- 
ing information from the optical servo and track center- 
line error information from the servo sector, and it 
calculated track destination and track centerline correc- 
tion values and commanded a rotary actuator to move 
the data transducer assembly to the desired track and to 
keep it on-track during data read/write operations. 

Despite the fact that the original Q2000 data storage 
products achieved a very high data storage capacity 
and a reasonable average track access time, a need has 
arisen for a higher capacity, higher performance disk 
drive which effectively doubles the data storage capac- 
ity and effectively halves the average track access time. 

High track densities are known in the prior art. For 
example, it is presently possible to achieve a track den- 
sity of approximately 960 tracks per radial inch of the 
disk data storage surface. Heretofore, the drawback of 
such densities has been the narrowness of the data stor- 
age track and the resultant susceptibility to track fol- 
lowing errors of the data transducers from mechanical 
resonances, vibrations, aperiodic mechanical move- 
ments, thermal expansion, etc. Successful drives achiev- 
ing a track density of 960 tracks per inch have had to be 
designed with great care paid to mechanical rigidity and 
very high natural resonant frequencies. Very complex 
closed loop servo systems were required to keep the 
transducers positioned within the selected data tracks so 
that there would be no loss of data during read/write 
operations. These stringent requirements for mechani- 
cal rigidity in the data transducer mover means and in 
the servo loop controlling such means led to very high 
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costs of manufacture, without very much variation 
being tolerated in the manufacturing process. 


SUMMARY OF THE INVENTION WITH 
OBJECTS 


A general object of the present invention is to adapt 
low cost, high performance technology in known non- 
removeable media rotating rigid disk data storage de- 
vices to provide a very high data density data storage 
device having significantly improved performance 
achieved at high reliability and low prime manufactur- 
ing cost. 

Another object of the present invention is to combine 


‘an optical encoder together with a dedicated servo 
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surface to provide a microprocessor with optical track 
location and on-disk track centerline correction infor- 
mation and then use the microprocessor to calculate 
digital values and apply them to control a rotary actua- 
tor to seek a desired track, to settle at that track and to 
maintain the data transducer in centerline alignment 
with the desired track in a data storage device having a 
track width as narrow as 0.7 mil, a guard band of as 
small as 0.6 mil and a high track density of about 789 
tracks per inch. 

Yet another object of the present invention is to pro- 
vide a closed loop servo system for a rigid rotating disk 
data storage device which is of higher performance and 
which is simplified over prior approaches. 

One more object of the present invention is to pro- 
vide a rigid rotating disk data storage device which 
includes a novel reinforced base casting which achieves 
significantly improved mechanical rigidity and thermal 
dissipation characteristics while also achieving com- 
pactness. 

Still one other object of the present invention is to 
provide a rigid rotating disk data storage device with an 
improved control method and rotor assembly for rotat- 
ably moving the data transducer assembly from a depar- 
ture data track to a desired destination track at twice the 
average velocity of prior methods, to settle the assem- 
bly at the destination track more rapidly than hereto- 
fore, and to keep the assembly positively aligned at the 
desired track during data read/write operations. 

Still one other object of the present invention is to 
provide a data transducer support arm assembly with 
reduced length and mass and with characteristics facili- 
tating improved manufacturability. 

These and other apparent objects and advantages are 
achieved by apparatus improving a data storage device 
which includes a base, a plurality of rotating rigid mag- 
netic data storage disks commonly journalled for rota- 
tion to the base, a plurality of read/write data transduc- 
ers held in close proximity to the major surfaces of said 
disks by air-bearing effect, and a current operated ro- 
tary actuator carriage mechanism journalled to the base 
with an axis of rotation parallel to that of the disks, the 
actuator for positioning the transducers at one of a 
multiplicity of concentric data tracks during data read/- 
write operations and for moving the transducers from 
track to track during track seeking operations. 

The improvements to this device include the follow-’ 
ing cooperating and interacting structural elements: 

An optical encoder has a scale mounted to the actua- 
tor and has a light source/optical sensor array assembly 
secured to the base. The scale is provided with a series 
of equally spaced apart radial microlines aligned to pass 
between the light source and the array to provide a 
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plurality of phase related signals indicating transducer 
position relative to the base. 

One dedicated surface of one of the disks is divided 
into a plurality of radial sectors, each sector prere- 
corded with a plurality of first bursts offset from track 
centerline in a first radial direction for odd numbered 
tracks and offset from track centerline in a second oppo- 
site radial direction for even numbered tracks. The first 
burst are adjacently interleaved between the second 
bursts as to create a checkerboard-like pattern of bursts 
of the two types. The servo bursts are not necessarily 
phase coherent, as burst phase is not used by the device. 

A peak detector is connected to the transducer read- 
ing the servo surface, and it detects and puts out aver- 
age peak amplitude values for each sector servo burst 
read by the transducer. 

An analog switch is connected to the optical encoder 
and to the peak detector. The analog switch puts out the 
phase related position signals and the peak amplitude 
values, one at a time. 

An analog to digital converter is connected to the 
analog switch and it converts each analog signal re- 
ceived therefrom into a digital word. 

_A user interface circuit is provided for connecting the 
device to user equipment so that data may be received 
and sent and so that the user equipment may command 
disk surface and track selection via control data. 

A tachometer is coupled mechanically to the disks for 
generating clock signals representing sector boundaries. 

A programmed digital microprocessor is connected 
to the user interface, tachometer, the analog to digital 
converter, the analog switch and the peak detector.. The 
processor calculates from digital information received 
from these sources digital control data words for com- 
manding the rotary actuator to move from a departure 
track to a user-defined destination track and settle at the 
destination track during track seeking mode and for 
commanding the actuator to maintain the transducers in 
track centerline alignment during track following 
mode. The tachometer controls the microprocessor 
which in turn controls the detector, analog switch and 
the analog to digital converter. 

A digital to analog converter is connected to the 
microprocessor to receive and convert the digital con- 
trol data words into analog signal values. 

A rotary actuator driver amplifier is connected to the 
digital to analog converter. It receives digital control 
values therefrom and sends current steps through the 
rotary actuator to effect track seek, settle and follow. 

One additional structural aspect of the present inven- 
tion is an improved base which comprises a unitary 
casting including reinforcing members for structural 
rigidity high natural resonance and improved heat dissi- 
pation-reinforcement members in the vicinity of the 
rotary actuator for improved heat dissipation therefrom 
while maintaining requisite stiffness. 

Another structural aspect of the present invention is 
to provide an improved rotary actuator assembly which 
achieves significantly higher torque and thereby moves 
the data transducer assembly from a departure track to 
a destination track at a significantly higher average 
velocity. 

A further structural aspect of the present invention is 
to provide a data transducer support arm assembly with 
reduced length and mass while maintaining requisite 
stiffness and which is adapted to be manufactured more 
easily than previously. 
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The improved data storage method of the picsen 
invention includes the steps of: 
rotating a plurality of rigid magnetic media data stor- 
age disks relative to a base, 

reading data from and writing data to major surfaces 
of the disks with read/write data transducers held 
in close proximity to said surfaces by air-bearing 
effect, 

positioning the data transducers at selected ones of a 
multiplicity of concentric data tracks on the sur- 
faces with a current operated transducer mover 
mounted to the base, 

providing a plurality of phase related signals indicat- 
ing transducer position relative to the base, 

providing a servo surface of one of the disks with a 
plurality of radial sectors, each sector prerecorded 
with a plurality of first bursts offset from track 
centerline in a first direction for odd numbered 
tracks and offset from track centerline position in a 
second direction for even numbered tracks, and 
prerecorded with a plurality of second bursts spa- 
tially interleaved between the first bursts and offset 
from track centerline in the second direction for 
odd numbered tracks and offset from track center- 
line in the first direction for even numbered tracks, 

detecting and putting out average peak amplitude 
values for each sector servo burst read by a trans- 
ducer for the servo surface, 

switching in a controlled manner between the plural- 
ity of phase related signals and the peak amplitude 
values of the servo bursts, 

converting each switched analog signal into a digital 
word, 

receiving digital disk surface and track selection con- 
trol data from a user interface, 

generating clock signals representing sector bound- 
aries with a tachometer coupled mechanically to 
the disks, 

processing the converted digital words and the con- 
trol data from the user interface to calculate digital 
control words in order to command digitally the 
current operated transducer to move from a depar- 
ture track location to a destination track location 
during track seek operations and in order to com- 
mand digitally the transducer mover to adjust the 
transducers to data track centerline alignment dur- 
ing track following data read/write operations, and 

converting the digital commands into analog driving 
currents for application to the transducer mover. 

The method may also include one or more of the 

following additional steps of: 

providing reference track indentification on the servo 
sector surface; 

providing a look-up table with digital velocity profile 
data and commanding a velocity profile during 
track seek operations by referring to the look-up 
table and calculating and putting out digital current 
values depending upon the magnitude of the seek 
and the actual measured positions of the transduc- 
ers during the seek operation as given by the plural- 
ity of phase related signals; 

periodically measuring the amplitude of a first phase 
related signal, switching to the other phase related 
signal when the first reaches a zero axis and then 
periodically measuring the amplitude of the other 
signal until it reaches zero axis, switching back to 
the first signal, and repeating the measurements; 
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providing the phase related signals in quadrature, 
providing a look-up table of digital arc tangent 
values, calculating an arc tangent angle from the 
look-up table, calculating an angular displacement 
value from the arc tangent value and putting out 
the displacement value as a track centerline correc- 
tion digital current value; 

calculating digital track following currents as adja- 

cent integers within a range between stated integer 
values wherein the midrange value is defined as 
zero current in accordance with a stated algorithm; 
and putting out the highest. available integer to 
command the mover to accelerate in one direction 
and putting out the lowest available integer to 
command the mover to accelerate in the opposite 
direction. 

Other objects, advantages and features of the inven- 
tion will be apparent to those skilled in the art from a 
consideration of the following detailed description of a 
preferred embodiment, presented in conjunction with 
the accompanying drawings. 


BRIEF DESCRIPTION OF THE DRAWINGS 


In the Drawings: 

FIG. 1 is an overall system electrical block diagram 
of the improved disk drive incorporating the principles 
of the present invention. 

FIG. 2 is a top plan view mechanical schematic dia- 
gram of the mechanical elements of the disk drive incor- 
porating the principles of the present invention electri- 
cally depicted in FIG. 1. 

FIG. 3 is a bottom plan view of the base casting of the 
disk drive depicted in FIGS. 1 and 2. 

FIG. 4 is an exploded view in detail of the transducer 
arm rotator assembly of the disk drive depicted in 
FIGS. 1 and 2. 

FIG. 5 is an electrical schematic of the connection of 
the coils comprising the rotor of the transducer arm 
rotator assembly depicted in FIG. 4. 

FIG. 6 is a schematic diagram of a further portion of 
the servo loop of the disk drive depicted in FIGS. 1 and 
2. 

FIG. 7 is a graph of data transducer position plotted 
against current flowing through the rotor coils of the 
actuator of the disk drive depicted in FIGS. 1 and 2. 

FIG. 8 is a greatly enlarged schematic timing dia- 
gram of the outer track portion of one of the prere- 
corded servo sectors of the disk drive depicted in FIGS. 
1 and 2. 


DETAILED DESCRIPTION OF A PREFERRED 
EMBODIMENT 


Overall System 10 Description 


An improved high capacity disk drive 10 which in- 
corporates the principles of the present invention is best 
understood by reference to the electrical system block 
diagram of FIG. 1 in conjunction with the mechanical 
schematic diagram of the drive 10 provided in FIG. 2. 
The disk drive 10 is formed upon a cast aluminum base 
11. The base 11 includes reinforcing ribs and heat dissi- 
pation providing recesses as depicted in FIGS. 3 and 4, 
and as will be discussed hereinafter. Rotatably jour- 
nalled to the base casting 11 are four non-removeable 
disks 12, 14, 16 and 18 having their major surfaces 
coated with magnetic storage media. These substan- 
tially parallel disks 12, 14, 16 and 18 are securely 
mounted to a rotating hub 19 journalled to the base 
casting 11. The hub 19 is driven by an electrical motor 
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13, either directly as with an electronically commutated 
brushless DC motor, or with an AC motor 13 coupled 
by a flexible belt 15, as depicted in FIG. 2. 

One of the disk surfaces 20, for example the bottom 
surface of the disk 14 (shown schematically as the top 
surface in FIG. 2) is dedicated to provide track center- 
line servo information. The servo surface 20 is equally 
divided into e.g. 54 radial servo sectors. Each sector is 
recorded with e.g. two centerline offset “A” servo 
bursts and two “B” servo bursts interleaved with and 
radially oppositely offset from the A bursts, as illus- 
trated topographically in FIG. 2 and in great detail in 
FIG. 8. Each sector also contains track zero TR 0 infor- 
mation, as will be explained hereinafter. Each servo 
burst is not required to be phase coherent with any of 
the other bursts. The servo sectors and alternating A, B 
and Track Zero bursts will be described in more detail 
hereinafter. 

A rotating code disk 22 is also secured to rotate with 
the hub 19. The code disk 22 defines sector boundaries, 
and one set of double spokes 23 in the code disk 22 
provides an index signal once each complete rotation of 
the disks occurs. 

The perforate code disk 22 works in conjunction with 
a magnetic transducer 26, such as a Hall Effect trans- 
ducer. The electrical output signal from the transducer 
26 is compared to a reference in a comparator 28. A 
digital comparison signal (pulse) is put out by the com- 
parator at each detected sector boundary via a sector 
boundary signal line 30. The line 30 is connected to an 
interrupt line of a microprocessor 32. 

The microprocessor 32 is preferably type 8051, manu- 
factured by Intel Corporation, Santa Clara, Calif., or 
equivalent. The 8051 microprocessor 32 operates at a 
clocking speed of 12 MHz. With this microprocessor, 
the line 30 is connected to the INT 0 pin thereof (pin 
12). 

The sector boundary signal line 30 is also connected 
to a once-around index detector circuit 34 which de- 
tects the index burst provided by the double spokes 23 
in the code disk 22. The output from the once-around 
detector 34 is provided via a line 36 to a user interface 
circuit 38 which accomodates the connection of the 
drive 10 to host computer equipment via a data and 
control bus 39. The user interface 38 is connected to the 
microprocessor 32 via a serial data line 40, and a “seek 
complete” control line 41 extends from the processor 32 
to the interface 38. 

Since there are eight major data storage surfaces for 
the disks 12, 14, 16 and 18, there are eight data transduc- 
ers 42, 44, 46, 48, 50, 52, 54 and 56. The data transducers 
are of the well known flying head or Winchester type 
which ride in very close proximity to the disk surface 
upon an air bearing or cushion effect. Grounded shields 
57 are interposed between vertically aligned, adjacent 
head pairs, 44-46, 48-50, and 52-54 in order to reduce 
electrical crosstalk. 

The head 48 is dedicated to read the prerecorded 
servo sector data on the lower surface 20 of the disk 14. 
The other heads 42, 44, 46, 50, 52, 54 and 56 are read/- 
write transducers and are connected for that dual pur- 
pose to head select circuitry 58. The select circuitry 58 
is controlled by signals from the user interface 58 via a 
multi-bit control line 59. Data to be written on a se- 
lected disk surface is sent from the host through the user 
interface 38 to the head select circuitry 58 via a line 60. 
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Data read from a selected disk surface is amplified in 
a first stage amplifier 62, “recovered” in a data recovery 
circuit 63 and then supplied to the user interface 38. 

The servo sector data transducer 48 is connected to 
an amplifier 64 which increases the amplitude of the 
servo data bursts read from the dedicated surface 20. 
The recovered data is then passed through an amplifier 
and filtering circuit 66 and a peak detector circuit 68. 
The peak detector circuit 68 provides a squared output 
indicative of relative amplitudes of each successively 
read, centerline offset A, B and Track Zero bursts. The 
squared output of the peak detector 68 is provided to 
one switch pole of an analog switch 70. The analog 
switch 70 is controlled by digital data sent from the 
microprocessor 32 via a three bit control line 72. The 
selected analog output from the analog switch 70 is then 
converted into a digital word by operation of a very fast 
analog to digital converter 74, such as type 0820 manu- 
factured by National Semiconductor Corp., Santa 
Clara, Calif., or equivalent. The converter 74, under the 
control of the microprocessor 32 via a three bit control 
line 75 (carrying read/write and chip select informa- 
tion) samples each A and B servo burst over a 2 micro- 
second period and assigns the sampled peak value a 
digital number between zero and 255. The 8 bit digital 
word is then provided to the microprocessor 32 on an 8 
bit bus 76. The bus 76 symbolizes the external data bus 
of the microprocessor 32 with its associated address 
decode and buffer logic (not shown). The microproces- 
sor 32 then calculates an offset correction value in ac- 
cordance with the equation: 


32(4_— B) + 128 


OV (odd track) = 4B 


and the equation: 


OV (even track) = 2 {A +2 + 128 


where OV equals the offset value, A equals the digital 
value of the last sampled A burst, and B equals the 
digital value of the last sampled B burst. The offset 
value is then used to address a look-up table prestored in 
the read only memory portion of the microprocessor 32 
with digital offset correction values. 

As seen in FIG. 2, a beam 82 secures a glass scale 84 
to the rotary actuator 86. The glass scale 84 is provided 
with a series of evenly spaced apart radial microlines 8 
of even width. A light source 94 provides collimated 
light which is directed through the scale 84 to a masked 
photo transducer array 96. The array 96 develops two 
sinewave signals in quadrature which are further devel- 
oped by operation of a pair of differential amplifiers 98 
and 100. The amplifier 98 puts out a P1 signal, and the 
amplifier 100 puts out a P2 signal. The P1 and P2 signals 
provide track crossing information to the microproces- 
sor 32 and are also used as physical reference points 
during servo-writing on the servo surface 20 during the 
manufacturing operation. 

A fifth cell and an amplifier 97 provide automatic 
gain control and driving current to the light source 94. 
The single light source 94 and the masked array 96 are 
adjustably mounted to the base casting 11 as a unitary 
package, as shown in FIG. 2. The optical encoder as- 
sembly including the light source 94 and the masked 
array 96 are described in greater detail in the common 
assignee’s U.S. Pat. No. 4,396,959. 
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The offset correction values are put out by the micro- 
processor 32 via a bus 110 to a digital to analog con- 
verter 112 where they are converted to analog values. 
These values are corrected for phase delay in a loop 
compensation network 114 during track following 
mode (bypassed by an electronic switch 115 during 
track seeking mode), and are then amplified by power 
amplifiers 116 and 118 and applied to the rotary actua- 
tor 86. An inverter 120 provides the amplifier 118 with 
an amplified value which is phase inverted from the 
value sent to the amplifier 116. These output elements of 
the servo loop system will be described in greater detail 
hereinafter. 


Base Casting 11 


Details of the bottom of the base casting 11 are de- 
picted in the FIG. 3 bottom plan view thereof. The 
unitary casting 11 includes a peripheral sidewall 122 and 
a recessed base surface 124. A thickened and reinforced 
region 126 surrounds a journal location for the rotary 
actuator assembly 80. 

Drive motor supports 130 and 132 are used to mount 
the motor 13 which is secured to the base 11 by bolts 
passing through openings 134. The disk spindle assem- 
bly is journalled through the base casting 11 at a hub 
journal 136. A raised portion 138 of the base casting 11 
is provided to mount and hold a recirculating air filter 
140, shown partially in FIG. 2, for removing particu- 
lates from the air within the enclosed housing of the 
disk drive 10. 

The base casting 11 is provided with a series of raised 
reinforcing ribs. Counting counterclockwise from the 
journal 136, those ribs include a radial rib 142, a trans- 
verse rib 144, a semi-radial rib 146, a radial rib 148, a 
radial rib 150, and a radial rib 152. A second transverse 
rib 154 and a detached vertical rib 156 are provided for 
further strengthening of the base surface 124. 

The base casting 11 is considerably thickened in a 
region 160 provided for the rotary actuator 80. This 
thickened region 160 is provided with a series of gener- 
ally parallel, transverse milled recesses 162 defined by 
raised, generally parallel ribs 164. The recesses 162 are 
configured as shown in FIG. 3 to provide for a series of 
reinforcing ribs in both transverse and radial directions 
relative to the journal location 126 for the rotary actua- 
tor assembly 80. 

Primarily, the ribs 164 defined by the recesses 162 
provide for dissipation of the heat generated in the 
rotary actuator 80. Secondarily, such rib structure 164 
provides for a substantially reinforced base casting 11 in 
the region of support of the rotary actuator assembly 80. 
The inventors have discovered that the use of the base 
casting as described and as depicted in FIG. 3 provides 
a substantial stiffening and and increases the natural 
resonant frequency of the base casting 11, a very impor- 
tant consideration in a disk drive, such as the drive 10, 
having an increased track density to provide greater 
data storage capacity. 


Rotary Actuator Assembly 80 


The rotary actuator assembly 80 is depicted mechani- 
cally in the exploded view of the components thereof in 
FIG. 4. This rotor assembly 80 operates in accordance 
with the same general principles of operation as the 
rotary actuator depicted and described in the common 
assignee’s co-pending U.S. patent application Ser. No. 
190,198, filed Sept. 24, 1980, now U.S. Pat. No. 
4,396,959. However, this rotary actuator 80 includes 
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several significant improvements over the earlier ver- 
sion which will now be described. 

The base casting 11 is provided on its upper side with 
a rotary actuator spindle shaft 172 which is glued se- 
curely into the journal recess in the base casting gener- 
ally identified by the reference numeral 126 in FIG. 3. 
The upper side of the base casting 11 is provided with a 
recessed region 174 for accomodating the following 
components: a steel base ring 176, a lower permanent 
magnet 178, the rotary actuator 86 to which a hub as- 
sembly 182 is fixed, an upper permanent magnet 184, an 
upper steel shield ring 185, and an aluminum top plate 
186. The plate 186 is provided with a recess 187 into 
which the upper steel ring 185 is held by adhesive. 

The steel ring 185 acts as a shield to prevent the field 
from the upper magnet 184 from degaussing the data 
stored on the bottom surface of the lowest disk 18. The 
plate 186 is secured to the top wall of the base casting 11 
by screws 188 which pass through openings 189 in the 
top plate 186 and engage aligned threaded bores 191 in 
the base casting 11. 

The hub 182 includes spaced apart ball bearing assem- 
blies and other structure for rotatably engaging the 
shaft 152. The elements 176, 178, 184, 186 and 188 re- 
main stationary, whereas the rotary actuator 86 and its 
hub assembly 182 rotate as the center member of the 
sandwich layered rotator assembly 80. 

The rotary actuator 86 comprises six windings 190, 
192, 194, 196, 198, 200 which are series connected into 
two interleaved networks 202 and 204 as depicted in 
FIG. 5. The network 202 is connected via jacks 206 and 
208. The network 204 is connected by jacks 210 and 
212. Each coil of the six coils 190-200 is formed of e.g. 
113 turns of 26 gauge drawn copper wire coated with a 
suitable insulation varnish and measures appoximately 
4.7 ohms resistance. Each coil is wound about a form 
into the shape resembling a trapezoid. The six coils are 
aligned in a flat, equally spaced apart arrangement in 
the actuator 86 with their apexes pointing toward the 
central axial hub assembly 182, as shown in FIG. 1. 

The inventors have found that the use of a continuous 
top plate 186 provides substantial mechanical rigidity to 
the rotary actuator assembly 80. In addition, the use of 
two magnets 178 and 184 has been found to increase the 
torque generated by the rotator 86. Increased torque 
decreases access time between substantially separated 
data tracks. 


Servo Loop Output Circuitry 


Referring again to FIG. 1, when the microprocessor 
32 calculates a digital current value to be applied to the 
rotary actuator 86, this value is first converted into an 
analog value by the digital to analog converter 112. The 
DAC 112 is preferably implemented as a type 1408 
made by Motorola, or equivalent. The analog output 
from the DAC 112 is applied to the lead lag loop com- 
pensation network 114 during track follow mode. 

During track seek mode, the lead lag loop compensa- 
tion network is bypassed by an electronic switch 115 
operating under the control of the microprocessor 32, 
and the analog output from the DAC 112 is connected 
directly to the amplifiers 116 and 118. An analog 
switch, not shown, under the control of the micro- 
processor 32 switches the input of the amplifiers 116 
and 118 between the loop compensation circuit 114 and 

- the DAC 112. The loop compensation circuit 114 pref- 
erably is implemented with operational amplifiers con- 
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10 
nected to provide the requisite phase lead to prevent 
positive feedback (oscillation) in the servo loop. 

The phase margin of the servo loop of the disk drive 
10 is approximately 35 to 40 degrees. (Phase margin 
equals open loop unity gain phase shift: with a 180 de- 
gree phase shift, the loop would feed back positively 
and be unstable (oscillate)). Phase shift for the loop of 
the drive 10 is 145 to 150 degrees (180 degrees minus the 
phase margin). 

The loop gain of the closed loop is increased in the 
drive 10 to cause the transducer assembly 90 to settle in 
a short time interval. Normally, a 35 to 40 degree phase 
margin would ring and dampen very slowly. By in- 
creasing loop gain and by including an out of phase ring 
cancelling circuit in the lead lag loop compensation 
circuit 114, overshoot is effectively cancelled, so that 
the loop is slew rate limited. Thus, the system 10 ignores 
the overshoot and slews without it, yielding a rapid 
settling of the tranducer assembly 90 with minimal 
phase margin. 


‘ROTOR AMPLIFIERS 116, 118 


FIG. 6 depicts the circuit details of the rotary amplifi- 
ers 116 and 118. The circuit therein includes an input 
node 220 for receiving an input control voltage Vin. 
The amplifiers 116 and 118 are preferably implemented 
as two identical monolithic integrated circuit opera- 
tional power amplifiers, such as the TDA 2030 inte- 
grated circuit audio power amplifier array, manufac- 
tured by SGS-ATES Semiconductor Corp., Scottsdale, 
Ariz., or equivalent. The inverting amplifier 120 is pref- 
erably a type LM 324 operational amplifier manufac- 
tured by National Semiconductor, Santa Clara, Calif., 
or equivalent. 

The amplifiers 116 and 118 are connected to the net- 
works 202 and 204 of the rotor 86. The resistance com- 
ponent of the network 202 is depicted as a series resistor 
222, and the resistance component of the network 204 is 
depicted as a series resistor 224. 

A one ohm current-forcing reference resistor 226 is 
series connected between the networks 202 and 204. Its 
significance will be discussed shortly hereinafter. Two 
68 ohm shunt resistors 228 and 230 are connected in 
parallel across the networks 202 and 204, respectively. 
The resistor 228 forms an L-R network with the net- 
work 202 having a characteristic impedance of five 
ohms to approximately 500 Hz whereupon the impe- 
dance increases at about 6 db per octave until approxi- 
mately 5000 Hz where it reaches a terminal value of 68 
ohms. The same is true for the L-R network formed by 
the resistor 230 and network 204. At a load impedance 
of 68 ohms, each amplifier 116, 118 reaches a terminal 
gain of approximately 137. 

Each amplifier 116, 118 characteristically rolls off at 
about 10,000 Hz (with a gain of 137). Nevertheless, 


_ because of the length of wire leads between each ampli- 
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fier 116, 118 and the actuator 86, high frequency stabili- 
zation of each monolithic amplifier 116, 118 is required. 
This stabilization is provided by an R-C network com- 
prising a one ohm resistor 232, 236 and a 0.22 micro- 
farad capacitor (234, 238). This network rolls each am- 
plifier 116, 118 off at approximately 720 KHz to provide 
unity gain stability. 

Four diodes 240, 242, 244 and 246 are provided as 
shown in FIG. 6 for conventional protection of the 
monolithic amplifiers 116, 118 against voltage transients 
appearing at the outputs thereof. 


4,516,177 


11 


A voltage reference circuit, not shown, provides the 
reference voltage Vr. A zener diode connected in series 
with a resistor between ground and the power supply 
V+ works well as a suitable reference circuit. In the 
present example the reference voltage Vp is six volts, 
and the power supply V+ is 24 volts. 

Six equal high value resistors (100 K ohms) 250, 252, 
254, 256, 258 and 260 are connected as shown in FIG. 6. 
Resistors 250 and 252 establish unity gain at an output 
node V, and a high input impedance for the amplifier 
116. Resistors 254 and 256 establish unity gain at an 
output node V, and a high input impedance for the 
amplifier 118. Resistors 258 and 260 establish unity gain 
and a high impedance for the inverting amplifier 120. 

The amplifiers 116 and 118 are differentially driven. 
They operate linearly in the range of plus and minus one 
volt at the input Vin. At about one volt input the ampli- 
fiers begin to saturate, which means that the output 
current driven through the networks 202 and 204 re- 
mains the same as the input voltage goes beyond plus 
and minus one volt. The linearity of this circuit is deter- 
mined by the resistances of the two series networks 202 
and 204 and the voltage drop across the amplifiers 116 
and 118. The maximum current flow reached is approxi- 
mately two amperes. 

According to classic theory concerning operational 
amplifiers configured as inverting amplifiers, such as the 
amplifiers 116, 118 the gain is the ratio of the feedback 
resistor (252, 256) to the input resistor (250, 254). Since 
the resistors have the same value, gain is unity in the 
output circuits (from Vj, to Vo) including the amplifiers 
116, 118). Each feedback resistor 252, 256 forces the 
output voltage (Vo, or — V,) to be the same as the input 
voltage Vin, since the current flowing through the feed- 
back resistor (252, 256) is the same current flowing 
through the input resistor (250, 254). 

Whatever current is required to maintain the output 
at the same voltage as the input will flow through the 
forcing resistor 226, and also the networks 202 and 204. 
For example, suppose the input voltage Vj is plus one 
half volt. One ampere of current will flow from V+, 
through the second amplifier 118, through coil 204, 
through the forcing resistor 226, through coil 202, 
through the first amplifier 116 to ground. At 0.25 V, the 
current flowing will be 0.5 amp. At zero input volts, no 
current flows. FIG. 7 charts the current flow relative to 
desired translational position change. 

Referring again to FIG. 1, and considering FIG. 7, 
the converter 112 converts the digital values to analog 
current steps. These current steps are converted to 
analog voltage steps by a current to voltage converter. 
If the calculated values are below plus and minus one 
volt, the output amplifier circuit passes a linearly pro- 
portional current through the coil networks 202 and 
204. 

If the calculated values exceed one volt, then a maxi- 
mum current passes through the networks. For exam- 
ple, if three amperes of current are commanded to pass 
through the coils, their resistances (approximately five 
ohms (cold)) limit the maximum current to approxi- 
mately two amperes (with a 24 volt supply). The mini- 
mum current put out by the amplifiers 116 and 118 must 
be sufficient to yield an acceleration of the position 
actuator above a minimum acceleration value followed 
by the processor 32 by reference to a digital stored 
acceleration look-up table. 

When the input voltage Vin equals zero volts, no 
current passes through the networks 202 and 204, which 
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12 
means that they dissipate no heat unless and until the 
microprocessor 32 commands the actuator 80 to move 
by generating a digital value ultimately appearing as a 
voltage differential Vj, at the input 220. 


TRACK FOLLOWING OPERATIONAL MODE 


The microprocessor-based control system of the disk 
drive 10 has two basic modes of operation: track center- 
line following mode and track seeking mode. 

During track following operations, the microproces- 
sor 32 calculates the amount of correction required to 
maintain the transducers in alignment with track center- 
line and puts out a digital correction signal which is 
converted to one of 256 possible analog correction volt- 
age values by the DAC 112, timed to provide appropri- 
ate servo loop phase compensation by the compensation 
network 114, amplified by the amplifiers 116 and 118 
and then applied as a driving signal to the rotor 86. A 
new correction signal is calculated for each servo burst. 
The microprocessor 32 is able to put out 216 centerline 
corrections for each revolution of the disk. Thus, the 
drive 10 automatically compensates for such centerline 
offset errors as those due to bearing runout of the disk 
hub and thermal expansion occurring in real time. 

The track following mode may be best understood by 
referring to FIG. 8. There are 54 identical sectors 
throughout the servo surface 20. FIG. 8 illustrates the 
internal configuration of one such sector at the region of 
tracks 0, 1, 2 and 3 (outermost data cylinders). A sector 
pulse of very short duration is generated by the code 
disk 22 and the Hall effect sensor 26. The sector pulse 
resets the microprocessor 32 in the track following 
mode. Each sector is approximately 360 microseconds 
in duration. 

Each sector includes five bursts: two staggered A 
bursts interleaved by two centerline offset and stag- 
gered B bursts, followed by a Track 0 burst. Each burst 
occupies 72 microseconds during disk rotation. The 
Track 0 burst is sampled only at the end of a seeking 
mode operation to determine whether the outermost 
track, Track 0, has been reached. The Track 0 burst is 
actually an A burst which is absent only on the outer- 
most track and which is present on all sectors of all 
other, inwardly lying tracks. The use of a trailing Track 
0 burst simplifies the microcode of the processor 32. 

When a sector pulse resets the processor 32, the pro- 
cessor begins to count the sector interval. When the 
servo transducer 48 has passed about half of the first 
burst, an A burst, the processor 32 commands the ana- 
log to digital converter 74 to sample and convert the 
peak value of that A burst which is then available at the 
peak detector 68 by operation of the analog switch 70. 
The sampling period lasts about 12 microseconds. 

The microprocessor 32 stores the three last-taken 
A/B peak samples. Each new sample replaces the oldest 
saved sample. Thus, the data library of A/B peak values 
is constantly rolling over by replacement of the three 
stored values as new samples are received and stored in 
the registers of the processor 32. 

The microprocessor 32 calculates the difference in 
magnitude between the last two sampled A/B peak 
values. The calculated difference between the A peak 
and the B peak is used to address a look-up table within 
a prestored read only memory of the processor 32. A 
correction value is located at the address and is then put 
out by the processor 32 to correct the rotary actuator 86 
as already explained. The correction value moves the 
actuator 86 and therefore the transducer assembly 90 
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toward track centerline. The actuator 86 is commanded 
to move about 20 microseconds before the next sample 
is taken and the next correction value is determined and 
put out. 

The microprocessor 32 requires about 58 microsec- 
onds to make each correction calculation including 
manipulating of the data required, so there is about a 
two microsecond margin before the next burst is sam- 
pled and the next data correction value is determined. 
As shown in FIG. 8 there are four samples and calcula- 
tions made during each sector, and the processor is 
repeated continuously for each of the 54 sectors during 
the entire rotation of the disks 12-18. 

Since the Track 0 burst is ignored during the track 
following operational mode, the processor 32 enters a 
wait state at the end of the fourth determination made in 
each sector. The wait state ends with the arrival of the 
next sector pulse, and the sample-determination process 
repeats for the next sector. 


TRACK SEEKING OPERATIONAL MODE 


The microprocessor 32 constantly monitors the ac- 
tual track location of the data transducer assembly 90. 
During initial power-up, the processor 32 commands 
the actuator to seek to the outermost track (Track 0). 
Once Track 0 is reached and confirmed by the absence 
of the third A burst in a sector, the processor 32 knows 
that it is at Track 0, and it thereupon initializes an inter- 
nal track counter. As tracks are crossed during seeks, 
the track counter is incremented and decremented in 
accordance with the cycles of the P1 and P2 quadrature 
signals generated from the synchronous movement of 
the scale 84 relatively between the light from the fixed 
light source 94 and the fixed masked photodiode array 
96. 

Track selection information is provided to the micro- 
processor 32 from the serial data line 40 via the user 
interface 38. The line 40 provides serial stepping pulses 
to the T 0 (pin 14) connection to the microprocessor 32. 
The processor 32 includes internal serial to parallel 
registers for receiving 16 bit track select information via 
the serial line 40. A 16 bit data word is sufficient to 
specify any one of the available 1172 concentric data 
tracks (cylinders). The microprocessor 32 calculates the 
desired track location by adding the number corre- 
sponding to the destination track to the current track 
number. 

One advantage flowing from the use of a very fast 
analog to digital converter 74 (2 microsecond conver- 
sion time) is that the microprocessor 32 may actually 
follow the P1 and P2 quadrature sinewaves directly, 
without waiting for a maxima or minima as was done 
heretofore to mark track boundaries. The analog values 
of P1 and P2 are switched into the A/D 74 by the ana- 
log switch 70 under the control of the microprocessor 
32. 

During seek mode, the microprocessor 32 commands 
a velocity profile by reference to an internal look-up 
table stored in its internal read only memory. Actual 
location of the transducer assembly 90 is monitored by 
the processor 32 from the P1 and P2 position signals. 

During the high velocity mid-position of a seek, the 
Pl and P2 signals change so rapidly that it is practical to 
consider only one of those sinewaves. For example, at 
maximum velocity each sinewave P1 or P2 recurs at 
about 50 microseconds. The minimum processing loop 
required to monitor track position requires about 40 
microseconds for each execution, even with a micro- 


15 


20 


25 


30 


35 


40 


45 


50 


55 


60 


65 


14 
processor clock frequency at 12 MHz, and with individ- 
ual instruction cycles requiring only one microsecond. 

During the low velocity end portions of a seek opera- 
tion, P1 is followed until it reaches a zero axis (mid- 
point) whereupon the processor 32 switches to follow 
P2 until it reaches a zero axis. The following of P1 and 
P2 until the one being followed reaches a zero axis and 
switchover to the other continues throughout the low 
velocity portions of the seek operation. 

During the seek, the microprocessor 32 knows when 
the midpoints of the P1 and P2 sinewaves are reached. 
At each midpoint the processor 32 determines that a 
track boundary has been reached and it increments or 
decrements its internal track position counter, depend- 
ing upon whether the assembly 90 is moving away from 
or towards Track 0. 

At the end of the seek, the processor 32 enters a settle 
servo loop mode which uses the P1 and P2 quadrature 
sinewave values generated from the optical encoder 
assembly (88, 94, 96). The end of the seek is preliminar- 
ily determined by reference to the velocity profile look- 
up table values which indicate the time of expected 
arrival of the assembly 90 at the destination track for 
any particular seek distance. 

In the settle servo loop mode the processor 32 calcu- 
lates an angle of position of the assembly 90 by calculat- 
ing an arc tangent angle from the P1 and P2 sinewaves. 
The arc tangent angle is determined by reference to a 
look-up table which contains 64 values of arc tangent 
between zero and 1 (45 degrees). By sign manipulation 
and inversions of P1 and P2, this simple table is made to 
work over the other seven half-quadrants of the circle. 
Thus, a true circle servo system using the quadrature 
signals P1 and P2 is thereby realized. 

The processor 32 commands the actuator 86 to move 
to “optical track centerline” of the destination track, 
based on the angular displacement value resulting from 
the arc tangent calculation. Of course, the “optical 
track centerline” may not be the actual track centerline, 
but the approximation provides for rapid settling of the 
assembly 90 at the vicinity of centerline of the destina- 
tion track. 

The processor 32 remains in the settle servo loop 
mode until the assembly 90 settles within a predeter- 
mined range of movement relative to the destination 
track over a predetermined time interval. A counter in 
the processor 32 is reset each time the range boundary 
is crossed during settling. After e.g. 20 samples without 
a reset, the assembly 90 is determined to be adequately 
settled, and the processor 32 enters the track following 
mode. 

Once the track following mode is initially entered 
from a seek operation, the processor 32 commands the 
actuator 86 to move the transducer assembly 90 to ac- 
tual track centerline as a single step function. Once the 
assembly 90 has settled on actual destination track cen- 
terline, the user interface 38 is signalled via the “seek 
complete” line 41. The interface 38 then passes this 
status on to the host equipment via the bus 39, and 
normal read/write operations are undertaken at the 
destination track. 

For example, in a 40 milliseconds seek (average seek) 
the seek profile from the look-up table informs the pro- 
cessor 32 that it should expect the assembly 90 to arrive 
at the destination track after about 30 milliseconds. 
After 30 milliseconds, the processor 32 enters the settle 
servo loop mode and servos on the Pl and P2 signals - 
from the optical encoder assembly. This mode takes 
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about five milliseconds. Finally, the processor 32 enters 
the track following mode using the A/B servo sector 
bursts at the destination track. This final centerline 
adjustment requires about two milliseconds before the 
seek complete signal is put out. 

At the end of each seek, the microprocessor 32 takes 
the middle value of the last three saved A/B burst peak 
values (which is an A burst) and compares that value 
with a sample from the Track 0 burst. If the Track 0 
sample is less than one half the value of the last A burst 
peak read, the processor 32 determines that track zero 
has: been reached. This calculation provides a relative 
peak value determination for track zero which accomo- 
dates differences between various drives 10. If a particu- 
lar drive 10 includes a servo transducer 48 having low 
output, the relative determination of Track 0 still works 
well. This approach yields a track zero determination 
system which is independent of the particular gain char- 
acteristics of any particular drive 10 and its related 
electronics. 

It will be appreciated that the servo control system 
for the drive 10 is a closed loop system during both the 
twack following and track seeking operational modes. 
By maintaining closed loop during settling, by servoing 


on the P1 and P2 signals, the drive 10 uses only as much 25 
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settling time as is actually required for each seek. In 
some seeks the assembly 90 may actually overshoot the 
destination track slightly, requiring a little more settling 
time. In other cases, much less time will be required as 
the look-up seek profile will closely parallel the locus of 
actual movement of the assembly 90. In each case only 
so much time is spent on settling as is required for the 
particular conditions of the seek. 

This approach is to be contrasted with the prior art 
approach followed with the common assignee’s prior 
Q2000 disk drives, as described in U.S. Pat. No. 
4,396,959. In the prior approach, an assumption was 
made that settling would be complete after a suitably 
long waiting period, such as 10 milliseconds, whether 
the assumption was correct or not. 

Thus, it will be appreciated that the present drive 10 
achieves the general object of providing a very high 
performance, high data storage capacity rotating disk 
data storage device at low prime cost. 

Here follows a program listing provided in hexadeci- 
mal code in Intel format which enables an 8051 Intel 
microprocessor to function as the processor 32 within a 
disk drive 10 which is of the eight inch, four disk vari- 
ety, in accordance with the principles of the present 
invention: 


FL BF 


OPQ: 
O20: 
0270. 
O2RG: 
Q290: 
O@AQ: 
O2R0: 
O2CQ: 
O2DO; 
Q@EO: 
O2ro: 
0300: 
O310: 
O320: 
0330: 
0340: 
OAD: 
Q360: 
Q3 70: 
3RB0: 
0390: 
OBAG: 
O3B0: 
ooco: 
O3DO: 
OSEQ: 
O3FO: 


Y400 
OVLO 


0420: 
0430. 
0440; 
0450: 
0460: 
0470: 
0480: 
0490: 
O440: 
O4B0: 
O4C0: 
O4b0: 
O4E0: 
O4FO: 
0500: 
0510: 
0520: 
0530; 
0540: 
OS50: 
0560: 
0570: 
0580: 
O590: 
ODAO: 
OSRO: 
Osco: 
OSDO: 
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OSEO: 
OSfo: 
Od600: 
0610: 
0620: 
0630: 
0640: 
0650: 
0640: 
O476: 
O6G0. 
O690: 
QAO: 
OS6BO: 
O6CO: 
U6DO: 
O6EO: 
O6FO: 
O7O0: 
O710: 
O70: 
0730: 
0740: 
0750: 
07460: 
0770. 
0780: 
0790: 
O7AQG: 
Q7BO: 
O7CO: 
O7ND0: 
O7EO: 
Q7FO: 
OB800: 
0810: 
0820: 
08ao: 
OBAO: 
osso: 
0840: 
0870: 
O880: 
oaga: 
OBAQ: 
OBso: 
OBco: 
OBDdoO: 
OBEO: 
OBFO: 
o900: 
OF910: 
OF20: 
OS3au: 
OF40: 
OPO: 
OF4&G- 
O97G: 
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G9p0: 
O996: 
GB9A0: 
USHOo: 
O8ca: 
O9DO: 
O9SEQ: 
O9FO: 
OAOO: 
OAIO: 
O&20: 
OA390: 
OAS: 
OASO: 
OA60: 
OA7O: 
OARO: 
OAS90: 
Ora): 
OALG. 
OACO: 
OADO: 
OAEO: 
OAF QO: 
OBOO: 
OB10: 
OB20: 
OB30: 
OB40: 
ORSO: 
OBGQO: 
OB7O: 
ORBO: 
OB?0: 
OUAG: 
OBBG: 
OBCO: 
OBDO: 
OBEO: 
OBFO: 
ocoo: 
'OC10: 
-OCc20: 
oc3ae: 
OC 40: 
Ocso: 
OcéO: 
0C70: 
OcBO: 
OCc90: 
QCAQ: 
OcBOQ: 
Occo: 
OcbDo: 
OCcEOQ: 
OCFO: 
ODOO: 
OD10: 
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Having thus described an embodiment of the inven- 
tion, it will now be appreciated that the objects of the 
invention have been fully achieved, and it will be under- 
stood by those skilled in the art that many changes in 
construction and circuitry and widely differing embodi- 
ments and applications of the invention will suggest 
themselves without departing from the spirit and scope 
of the invention. The disclosures and the description 
herein are purely illustrative and are not intended to be 
in any sense limiting. 

We claim: 

1. In a data storage device including a base, a plurality 
of rotating rigid magnetic media data storage disks com- 
monlv journalled for rotation to said base, a plurality of 


read/write data transducers held in close proximity to 
the major surfaces of said disks by air-bearing effect, 
and a current operated rotary actuator carriage mecha- 
nism journalled to said base and having an axis of rota- 
tion parallel with the axis of rotation of said disks, for 
carrying said transducers and positioning them at one of 
a multiplicity of concentric data tracks during data 
read/write operations and for moving said transducers 
from track to track during track seeking operations of 
said device, the improvement comprising: 
optical encoder means mounted between said car- 
riage mechanism and said base, for providing a 
plurality of phase related signals indicating trans- 
ducer position relative to said base: 
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at least one surface of said disks containing a plurality 
of substantially identical, radially aligned and con- 
tiguous servo sectors, each sector prerecorded 
with a plurality of first bursts offset from track 
centerline in a first direction for odd numbered 
tracks and offset from track centerline in a second 
direction for even numbered tracks, and prere- 
corded with a plurality of second bursts spatially 
interleaved between said first bursts and offset 
from track centerline in said second direction for 
odd numbered tracks and offset from track center- 
line in said first direction for even numbered tracks, 
and wherein said bursts are not necessarily phase 
coherent; 

at least one of said transducers being a servo burst 

transducer for reading every servo sector during 
track following of a said data track; 

peak detection means connected to said servo burst 

transducer for detecting and putting out average 
peak amplitude values for each sector servo burst 
read by said servo burst transducer; 

analog switch means connected to said optical en- 

coder means and to said peak detection means for 
switching between said plurality of phase related 
position signals and said peak amplitude values of 
said servo bursts; 

analog to digital converter means connected to said 

analog switch means for converting each analog 
signal received therefrom into a digital word; 
user interface circuit means for receiving digital disk 
surface and track selection control data; 
tachometer means coupled mechanically to said disks 
for generating clock signals representing sector 
boundaries; 

programmed digital microprocessor means con- 

nected to said tachometer means, said analog to 
digital converter means, said analog switch means, 
for receiving digital words from from said analog 
to digital converter means and said data from said 
user interface circuit means, for calculating there- 
from digital control data words: for commanding 
said rotary actuator to move from a departure 
track to a user defined destination track and to 
settle thereat based on information from said opti- 
cal encoder means during track seeking, and for 
commanding said rotary actuator to maintain said 
data transducers in track centerline alignment 
based on information from said peak detection 
means during track following; 

digital to analog converter means connected to said 

microprocessor means for receiving and convert- 
ing said digital control data words into analog 
signal values, 

rotary actuator drive amplifier means connected to 

said digital to analog converter means for receiving 
said analog signal values, for amplifying them and 
putting them out to control said carriage mecha- 
nism during track following and during track seek- 
ing and settling. 

2. The device set forth in claim 1 further comprising 
an improved rotary actuator in said carriage mecha- 
nism, said actuator having a flux return fixed base plate, 
a flux return top plate, a first generally annular perma- 
nent magnet secured to said fixed base plate and charac- 
terized by an even number plurality of adjacently op- 
posed field magnetic segments in which the north and 
south poles alternate at the major surfaces thereof, a 
second generally annular permanent magnet secured to 
said flux return top plate and having the same arrange- 
ment of opposed field magnetic segments as said first 
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magnet, a generally annular, rotatable coil assembly 
placed between and closely spaced away from said first 
and second magnets, said coil assembly containing the 
same number plurality of coils as there are magnetic 
segments in said permanent magnets, said coils being 
aligned adjacent to said aligned magnetic segments at at 
least one position of rotation of said assembly, said coils 
being connected into two series of opposed interleaved 
windings adjacently disposed in said assembly, and said 
carriage mechanism being secured to said assembly. 

3. The device set forth in claim 2 wherein said base 
includes an enclosed compartment for containing said 
rotary actuator, and wherein said base includes an exter- 
nal reinforced rib surface adjacent said compartment 
and adapted to dissipate heat generated by said actua- 
tor. 

4. The device set forth in claim 1 wherein said base 
comprises a casting including integral reinforcing rib 
members extending generally radially outwardly from 
the journal for said rotating disks and the journal loca- 
tion of said rotary actuator, and wherein said casting 
further comprises heat dissipation surfaces formed on an 
outward major surface thereof adjacent said journal 
location for dissipating heat generated by said actuator. 

5. The device set forth in claim 1 wherein said car- 
riage mechanism includes a plurality of radial arms, 
each having a widened end secured to said actuator 
assembly and having a narrowed end securing at least 
one said data transducer, each said arm defining a series 
of adjacently spaced apart circular openings of decreas- 
ing diameter aligned generally longitudinally along said 
arm with the largest opening adjacent the wide end 
thereof and the smallest opening adjacent the narrow 
end thereof. 

6. The device set forth in claim 1 wherein said pro- 
grammed microprocessor means commands track fol- 
lowing by calculating one of sixty four adjacent integers 
in a range between 96 and 160, and wherein track cen- 
terline is defined by the number 128, in accordance with 
the equations: 


OFFSET VALUE (Odd Track) = =2 8 + 128 


OFFSET VALUE (Even Track ) = 2 ate + 128 


where A is the digital word corresponding to average 
peak amplitude of a burst of one type and where B is the 
digital word corresponding to average peak amplitude 
of a burst of the other type, both as read by said servo 
transducer. 

7. The device set forth in claim 6 wherein said pro- 
grammed digital microprocessor commands track seek- 
ing by putting out the highest available integer to com- 
mand rotor acceleration in one direction and the lowest 
available integer to command rotor acceleration in the 
other direction. 

8. The device set forth in claim 2 wherein said rotary 
actuator driver amplifier means comprises a push-pull 
amplifier pair arranged as complementary constant 
voltage differential amplifiers wherein substantially no 
current flows through the coils of said rotary actuator 
when said servo transducer is aligned with the center- 
line of a selected track during track following. 

9. An improved data storage device comprising: 

a unitary base casting; 

a plurality of non-removable rotating rigid magnetic 

media data storage disks journalled to said base 
casting for common rotation relative thereto, each 
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disk having a series of concentric data tracks for 
storing data; 

means for rotating said disks; 

a plurality of commonly mounted read/write data 
transducers held in close proximity to the major 
surfaces of said disks by air-bearing effect; 

moveable carriage means mounted to said base cast- 
ing for commonly moving said data transducers 
relative to data tracks of said disks; 

electromechanical actuator means for moving said 
carriage means in response to analog electrical 
control signals; 

optical encoder means operative between said car- 
riage means and said base casting for generating a 
plurality of periodic, phase related signals indicat- 
ing position of said carriage means relative to said 
base casting; 

at least one of the data surfaces of said disks contan- 
ing servo sectors prerecorded with a plurality of 
first bursts offset from track centerline in a first 
radial direction for odd numbered tracks and offset 
from track centerline in a first radial direction for 
odd numbered tracks and offset from track center- 
line in an opposite second radial direction for even 
numbered tracks, and a plurality of second bursts 
adjacently interleaved between said first bursts, 
said second bursts being offset from track center- 
line in said second direction for odd numbered 
tracks and offset in said first direction for even 
numbered tracks, each said burst not being phase 
coherent with any other burst; 

one of said data transducers for reading every said 
servo sector during track following of a said data 
track location; 

sector boundary generator means operative between 
said disks and said base casting for generating elec- 
trical pulses indicative of boundaries of said servo 
sectors on said surface on which said bursts are 
prerecorded; 

peak detection means connected to said servo trans- 
ducer for detecting and putting out average peak 
amplitude values for each burst read by said servo 
transducer; ; 

analog switch means connected to said optical en- 
coder means and to said peak detector means for 
switching between said plurality of phase related 
position signals and said peak amplitude values of 
said bursts; 

analog to digital converter means connected to said 
analog switch means for converting each analog 
position signal and peak amplitude value received 
from said switch means into a digital word; 

user interface circuit means including transducer 
select circuitry connected to said data transducers 
and to a host system for receiving digital disk sur- 
face and data track selection control data and data 
to be written through a selected one of said trans- 
ducers to a selected data track; 

programmed digital controller means connected to 
said analog to digital converter means, said analog 
switch means, said sector boundary generator 
means and said user interface means, for control- 
ling said analog switch means, for receiving digital 
words from said analog to digital converter means 
and said disk surface and data track selection con- 
trol data from said user interface means, and for 
calculating therefrom digital control words: for 
controlling said actuator means to move said car- 
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riage from a departure track location to a destina- 
tion track location and to settle thereat during 
track seeking operations, and to maintain said 
transducers in track centerline alignment during 
track following operations; 

digital to analog converter means connected to said 

digital controller means for receiving said digital 
data control words and for converting them into 
proportional analog signal values; 

actuator driver amplifier means connected to said 

digital to analog converter means for amplifying 
said analog signal values and for powering said 
actuator to move in accordance with said values. 

10. The improved data storage device set forth in 
claim 9 wherein said periodic, phase related signals put 
out by said optical encoder means comprise a pair of 
sinewaves in quadrature and wherein said controller 
includes means for determining position of said carriage 
with digital values corresponding to said sinewaves. 

11. The improved data storage device set forth in 
claim 9 further comprising reference track detection 
means for detecting when said servo transducer is lo- 
cated at a predetermined reference track. 

12. The improved data storage device set forth in 
claim 11 wherein said servo surface contains a different 
burst arrangement in said reference track than the burst 
arrangements of all other data tracks and wherein said 
controller includes means for testing for the presence of 
said different burst arrangement. 

13. The improved data storage device set forth in 
claim 9 further comprising lead-lag servo loop compen- 
sation means connected to said digital to analog con- 
verter means for providing phase compensation to said 
analog signal values during track following operations, 
and wherein said actuator driver amplfier means is con- 
nected to said loop compensation means during track 
following operations and is connected to said digital to 
analog converter means during track seeking opera- 
tions. 

14. The improved data storage device set forth in 
claim 9 wherein said programmed digital controller 
means commands track following by calculating one of 
sixty four adjacent integers in a range between 96 and 
160, and wherein track centerline is defined by the num- 
ber 128, in accordance with the equations: 


OFFSET VALUE (Odd Track) = Bi 8 4 128 
OFFSET VALUE (Even Track ) = 2 a o + 128 


where A is the digital word corresponding to average 
peak amplitude of a burst of one type and where B is the 
digital word corresponding to average peak amplitude 
of a burst of the other type, both as read by said servo 
transducer. 

15. The improved data storage device set forth in 
claim 9 wherein said programmed digital controller 
means commands track seeking by putting out the high- 
est available integer control word to command acceler- 
ation of said actuator means in one direction and the 
lowest available integer control word to command ac- 
celeration of said actuator means in the other direction. 

16. The improved data storage device set forth in 
claim 9 wherein said actuator driver amplifier means 
comprises a push-pull amplifier pair arranged as com- 
plementary constant voltage differential amplifiers 
wherein substantially no current flows through coils of 
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said actuator means when said servo transducer is 
aligned with the centerline of a data track location dur- 
ing track following. 

17. The improved data storage device set forth in 
claim 9 wherein said programmed digital controller 
means includes means for calculating a digital control 
word for every servo sector read by said servo trans- 
ducer during track following. 

18. An improved data storage method comprising the 
steps of: 

rotating a plurality of rigid magnetic media data stor- 

age disks relative to a base, 

reading data from and writing data to major surfaces 

of said disks with read/write data transducers held 
in close proximity to said surfaces by air-bearing 
effect, 

positioning said data transducers at selected ones of a 

multiplicity of concentric data tracks on said sur- 
faces with a current operated transducer mover 
mounted to said base, 
providing a plurality of phase related signals indicat- 
ing transducer position relative to said base, 

prerecording at least one surface of one of said disks 
with a plurality of radial servo sectors, each sector 
prerecorded with a plurality of first bursts offset 
from track centerline in a first direction for odd 
numbered tracks and offset from track centerline 
position in a second direction for even numbered 
tracks, and prerecorded with a plurality of second 
bursts spatially interleaved between said first bursts 
and offset from track centerline in said second 
direction for odd numbered tracks and offset from 
track centerline in said first direction for even num- 
bered tracks, 

detecting and putting out average peak amplitude 

values for each sector servo burst read by a trans- 
ducer for said servo surface, 

switching in a controlled manner between said plural- 

ity of phase related signals and said peak amplitude 
values of said servo bursts, 

converting each switched analog signal into a digital 

word, 

receiving digital disk surface and track selection con- 

trol data from a user interface, 

generating clock signals representing sector bound- 

aries with tachometer means coupled mechanically 
to said disks, 

processing said converted digital words and said 

control data from said user interface to calculate 
digital control words in order to command digi- 
tally said current operated transducer mover to 
move from a departure data track location to a 
destination track location during track seek opera- 
tions and in order to command digitally said trans- 
ducer mover to adjust said transducers to data 
track centerline alignment during track following 
data read/write operations, and 

converting said digital commands into analog driving 

currents for application to said transducer mover. 

19. The method set forth in claim 18 comprising the 
further step of: 

calculating digital track following currents as one 

sixty four adjacent integers in a range between 96 
and 160, and wherein track centerline is defined by 
the number 128, in accordance with the equations: 
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OFFSET VALUE (Odd Track) = 22 a Z + 128 


OFFSET VALUE (Even Track ) = Sarita aan + 128 
where A is the digital word corresponding to average 
peak amplitude of one of said first and second bursts and 
where B is the digital word corresponding to average 
peak amplitude of the other of said first and second 
bursts as read by said servo transducer. 

20. The method set forth in claim 19 wherein track 
seeking includes the steps of: 

putting out the highest available integer to command 

said transducer mover to accelerate in one direc- 
tion, and 

putting out the lowest available integer to command 

said transducer mover to accelerate in the opposite 
direction. 

21. The method set forth in claim 18 further compris- 
ing the step of providing reference track identification 
data for a reference track on said servo sector surface as 
an additional burst within each said sector, except at 
said reference track. 

22. The method set forth in claim 21 further compris- 
ing the steps of: 

moving said transducer to said reference track during 

an initial operation, 

setting a digital track counter to said reference value 

while said transducer is located at said reference 
track, 

incrementing or decrementing said track counter in 

accordance with an initial count corresponding to 
departure track and with track location digital 
values derived from said phase related signals as 
said transducers are moved away from or toward 
said reference track during track seek operations. 

23. The method set forth in claim 18 comprising the 
further steps of: 

providing a look-up table with digital velocity profile 

data, 

commanding a velocity profile during track seek 

operations by referring to said look-up table and 
calculating and putting out digital current values 
depending upon the magnitude of the seek and the 
actual measured positions of the transducers during 
the seek operation as given by the plurality of 
phase related signals. 

24. The method set forth in claim 18 comprising the 
further steps of: 

periodically measuring the amplitude of a first said 

phase related signal as it alternates in value from a 
minimum to a maximum, 
switching to measure the other of said phase related 
signals when the first signal reaches a zero axis 
(amplitude midpoint) and then periodically mea- 
suring the amplitude of said other signal, 

switching back to measure said first signal when the 
other signal reaches a zero axis, and 

continuing to switch back and forth between said first 

and said other of said phase signals during track 
seek operations to monitor actual transducer radial 
position relative to disk surface. 

25. The method set forth in claim 18 comprising the 
further steps of settling near the vicinity of track center- 
line at the completion of a track seek operation by: 

providing said phase signals in quadrature, 
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providing a look-up table of digital arc tangent values 
in a predetermined range including the range be- 
tween zero and unity, 
calculating an arc tangent angle from said quadrature 
phase signals by referring to said look-up table, 

calculating an angular displacement value from said 
arc tangent angle and putting said value out as a 
track centerline correction current value to said 
transducer mover to move said transducer to the 
vicinity of track centerline, and then 

correcting said transducers to actual track centerline 

alignment with said data from said servo sector 
bursts. 

26. The improved data storage method set forth in 
laim 18 wherein said processing step comprises the 
tep of calculating and putting out a digital control 
vord for every servo sector during track following. 

27. An improved microprocessor-based servo control 
ystem for a rotating rigid disk data storage device 
ncluding a base, at least one non-removable rotating 
lata storage disk journalled to said base having data 
torage surfaces, means for rotating said disk, a data 
transducer for every data storage surface, moveable 
carriage means mounted to said base for moving said 
ransducer relative to concentric data track locations 
lefined on said surfaces, electromechanical actuator 
neans for moving said carriage means in response to 
lectrical analog signal values, position encoder means 
or signalling relative position of said transducer and 
aid base including boundaries of said data tracks, track 
ollowing and centering servo information prerecorded 
vz at least one storage surface and readible -by a said 
yansducer associated with said servo surface and oper- 
iting within servo transducer means, and user interface 
neans for receiving digital disk data surface and track 
ocation control data from a host computer system, said 
mproved servo control system comprising: 

programmed digital microprocessor means con- 

nected to said position encoder means, said servo 
transducer means and to said user interface means, 
for receiving digitized relative position data from 


said encoder means during track seeking opera- - 


tions, for receiving digitized track following and 
centering data from said servo transducer means 
during track following operations, and for receiv- 
ing said data surface and track location control 
data from said user interface means from time to 
time, for calculating digital control words: for 
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commanding said actuator means to move from a 
departure track location to a destination track loca- 
tion and to settle thereat based on said relative 
position data during track seeking, and for com- 
manding said actuator means to maintain said trans- 
ducer in track centerline alignment based on said 
track following and centering data during track 
following operations; 

digital to analog converter means connected to said 

microprocessor means for receiving and convert- 
ing said digital control words into analog signal 
values, 

actuator driver amplifier means connected to said 

digital to analog converter means for receiving and 
amplifying said analog signal values and for apply- 
ing them to operate said actuator means. 

28. The improved servo control system set forth in 
claim 27 wherein said track following and centering 
servo information prerecorded on at least one storage 
surface comprises a plurality of substantially identical, 
radially aligned and contiguous servo sectors, each 
sector prerecorded with a plurality of first bursts offset 
from track centerline in a first direction for odd num- 
bered tracks and offset from track centerline in a second 
direction for even numbered tracks, and prerecorded 
with a plurality of second bursts spatially interleaved 
between said first bursts and offset from track centerline 
in said second direction for odd numbered tracks and 
offset from track centerline in said first direction for 
even numbered tracks, and wherein said bursts are not 
necessarily phase coherent, and further comprising 
peak detection means within said servo transducer 
means for detecting and putting out average peak ampli- 
tude values for each burst read by said servo transducer. 

29. The improved servo control system set forth in 


-claim 28 further comprising servo sector marker gener- 


ator means mechanically coupled to said disks for gen- 
erating sector boundary marker signals, said servo sec- 
tor marker generator means being connected to inter- 
rupt said microprocessor at the arrival of each sector, so 
that said microprocessor may receive following and 
centering data read from each sector, calculate and put 
out a digital control word in response to each sector 
boundary marker signal during track following opera- 
tions. 
* * * * * 


